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BOREAUD OF THE MINT. 





Washington, D. C., July 9, 1889, 


Hon. Daniel M. Fox, 

Superintendent U. S. Mint, 

Philadelphia, 

Sir: 

I desire to know from the engraver what is the most conven- 
-ient size for a working model for a medal, copied by pantagraph? 7 

Another question is, whether Mr. Barber would prefer for the 
Francis Medal a medallion, say eighteen inches in diameter, to Mb 
work from, or a sialler model, and if smaller, what size he roca 2 
prefer ? 24““~— 

I would like him to indicate also, in case he designates the 
smaller model, whether any copying would be done by eye, or the 
whole mechanically ? Bae 


The third question is, how large a medal can you execute on 


your press and eopy by pantagraph ? 44- — 


This medal will probably be executed in gold. 


Respectfully yours, oo 
hoa FA. ae , 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
July 9, 1889 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


Sir: 


I desire to know from the engraver what is the most convenient size for a working model 
for a medal, copied by pantagraph? (1st) 


Another question is, whether Mr. Barber would prefer for the Francis Medal a medallion, 
say eighteen inches in diameter, to work from, or a smaller model, and if smaller, what size he 
would prefer? (2nd) 


I would like him to indicate also, in case he designates the smaller model, whether any 
copying would be done by eye, or the whole mechanically? (3rd) 


The third question is, how large a medal can you execute on your press and copy by 
pantagraph? (4th) 


The medal will probably be executed in gold. 
Respectfully yours, 


James P. Kimball 
Director of the Mint. 


